3rd Provisional Merit List of Graduate Teacher in Government School under Government of Assam 


Advertisement No. AAP /Advertisement (GT)/1/2021/4 Dated 30/12/2021 





DISTRICT: Dibrugarh TOTALCOUNT: 2 Page I of 12 
CATEGORY: EWS POST: Graduate Teacher - Arts 


Application Category HSSLC% | TET% | Graduation Experience B.Ed } Selected ECA Total 
No applied for % Marks % as marks 
70.000 | 68.000 | 62.750 Paran : : Assamese | 259.972 
marks 
Fixed pay 


ia 210000023 
210019225 Ajmeen Begum 56.800 | 71.000 | 63.778 [Contractual _ Women l Assamese | 257.411 
marks Reservation 
Fixed pay 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh 
CATEGORY: OBC/MOBC 


Application 
No 


W 210006839 Kalpajit Dutta 


W 210014430 Priyanka Borah 
H 210013358 Rainu Saikia 


TOTALCOUNT: 3 Page 2of1 
POST: Graduate Teacher - Arts 


Category HSSLC% | TET% Į Graduation Experience B.Ed | Selected ECA Total 
applied for % Marks % as marks 
OBC/MOBC | 70.400 | 57.500 | 75.357 aiiai - : Assamese | 284.686 
marks 
Fixed pay 
OBC/MOBC | 81.800 | 60.500 | 66.500 |Contractual _ Momen ; Assamese 
marks Reservation 
Fixed pay 
OBC/MOBC | 82.600 | 65.000 | 66.000 oenas - : Assamese | 278.156 
marks 
Fixed pay 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh TOTAL COUNT: 3 Page 3 of 12 
CATEGORY: SC POST: Graduate Teacher - Arts 


Application Category HSSLC% | TET% | Graduation Experience B.Ed | Selected ECA Total 
No applied for % Marks % as marks 
210013064 | Partha Pratim Biswas sc 58.400 | 56.000 | 61.800 [Contractual _ 76.071 
marks 
Fixed pay 





210010784 Rima Das sc 47.600 | 65.000 Contractual _ 58.857 | Women 
marks Reservation 
Fixed pay 


7 
210010494 | Basab Chandra Deka sc 49.000 | 60.000 | 38.889 [Contractual _ 77.455 
marks 
Fixed pay 


—_ | 





— hal 


ooo;ooo|;o00o 


ee, 


Signature 
Name- Ms. Mamata Hojai, AES 
Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh TOTAL COUNT: 1 Page 4 of 12 
CATEGORY: STP POST: Graduate Teacher - Arts 


Application Category HSSLC% | TET% | Graduation Experience B.Ed | Selected ECA Total 
applied for % Marks % as marks 





210024644 Parul Saikia STP 57.000 43.750 Contractual _ 0 ncc: O | Assamese 
marks 
SPOR: 0 
Fixed pay - 0 CUL: O 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh 
CATEGORY: UR 


Application 
No 


W 210022196 Dipankar Gohain = 
H 210015434 Dipika Devi = 


O inal 
210004883 
210005637 


Dorin Dihingia 


Namita Hazarika 


Experience 


Category |HSSLC%] TET% | Graduation 
applied for % Marks 
OBC/MOBC | 90.200 Contractual _ 
marks 
Fixed pay 
86.000 Contractual _ 
marks 
Fixed pay 
77.000 Contractual _ 
marks 
Fixed pay 
OBC/MOBC | 67.800 | 69.000 Contractual _ 
marks 
Fixed pay 
OBC/MOBC | 67.000 | 64.000 Contractual _ 
marks 
Fixed pay 





TOTALCOUNT: 5 Paged of 12 


POST: Graduate Teacher - Arts 


B.Ed Selected ECA 
% as 
: Assamese 
Women : Assamese 
Reservation 

Assamese | 264.683 
Assamese | 263.757 

Assamese 


Reservation 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh TOTAL COUNT: 1 Page 6 of 12 
CATEGORY: OBC/MOBC POST: Graduate Teacher Sanskrit 


Application Category HSSLC% | TET% | Graduation Experience Selected ECA Total 
applied for % Marks as marks 





510001175 Smita Baruah OBC/MOBC | 66.400 | 60.000 Contractual _ 0 Ncc: 0 | Assamese | 244.733 
marks 
SPOR: 0 
Fixed pay - cUL: 0 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh 


CATEGORY: EWS 


Application 


310012643 


Parismita Phukan 


TOTALCOUNT: 1 Page Tof 12 
POST: Graduate Teacher Science 


Category HSSLC% | TET% | Graduation Experience B.Ed | Selected ECA Total 
applied for % Marks % as marks 





64.800 | 61.000 | 70.400 |Contractual _ 0 ncc: 0 | Assamese 
s SPOR: 0 
Fixedpay - 0 CUL: 0 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh 
CATEGORY: OBC/MOBC 


Application 


310008944 


Gautam Rajkhowa 


TOTALCOUNT: 1 Page gof 12 
POST: Graduate Teacher Science 


Category HSSLC% | TET% | Graduation Experience Selected ECA Total 
applied for % Marks as marks 


OBC/MOBC | 71.000 79.071 |Contractual _ 0 Ncc: 0 | Assamese | 286.460 
marks 
SPOR: 0 
Fixed pay - 0 CUL: O 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh TOTAL COUNT: 1 Page 9 of 12 
CATEGORY: SC POST: Graduate Teacher Science 


Application Category HSSLC% | TET% | Graduation Experience B.Ed | Selected ECA Total 
applied for % Marks % as marks 





310015170 Loveleena Das SC 49.000 | 62.000 Contractual _ 0 Ncc: 0 | Assamese | 214.958 
marks 
SPOR: 0 
Fixed pay - 0 CUL: O 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh 
CATEGORY: STP 


Application 
No 


è 310021823 Pinkumoni Patir 
n 310023032 Pranati Mech 


TOTALCOUNT: 2 Page10of 12 
POST: Graduate Teacher Science 


Category HSSLC% | TET% Į Graduation Experience B.Ed | Selected ECA Total 
applied for % Marks % as marks 








77.400 | 61.000 | 63.600 [Contractual _ 62.667 | Women : Assamese | 264.667 
marks Reservation 
Fixed pay i 
66.200 70.000 [Contractual _ 62.444 : Assamese 

marks 

Fixed pay 


lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


DISTRICT: Dibrugarh TOTAL COUNT: 5 Page 11 of 12 
CATEGORY: UR POST: Graduate Teacher Science 


Application Category Graduation Experience 
No applied for Marks 


310009094 j Contractual _ i : Assamese 
marks . 
Fixed pay i 
310006218 i Contractual _ : Assamese 
marks . 
Fixed pay 


310019334 Utpal Kalita Contractual _ : Assamese 
marks . 
Fixed pay i 

310017558 Ananda Sarmah : Contractual _ : : Assamese 
marks : 
Fixed pay i 

310002030 Dimpi Dihingia Contractual _ . : Assamese 
marks Reservation : : 
Fixed pay : 





lay 
Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


Page 12 of 12 


DISTRICT: Dibrugarh TOTALCOUNT: 1 
CATEGORY: UR POST: Hindi Teacher 


Application Category HSSLC% | TET% | Graduation Experience B.Ed | Selected ECA Total 
applied for % Marks % as marks 





410009776 Smirti Borah OBC/MOBC 64.000 | 55.357 [Contractual __ 0 | 72.800 ncc: 0 | Assamese | 253.357| Withheld 
marks SPOR: 0 
Fixedpay - 0 CUL: 0 


1. This is a Provisional Merit List Published to accept the Selection made by the Districts. In case of any grievance, you may visit office of the DSE on 30th March-2022 
for clarification. 

2.Any claim for appointment to the post of Teacher on the basis of appearance of name in Provisional Merit List will NOT be entertained. 

3. Appointment letters will be issued only to the candidates whose names appear in the Final Select List. 


4. The candidature will be cancelled forthwith, if any kind of fraudulence/discrepancy regarding any information/documents provided by candidate is established 
by the competent authority at any point of time during the entire recruitment process. 


Signature 
Name- Ms. Mamata Hojai, AES 


Designation- Director Secondary Education 
Government of Assam 


